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SUBJECT: PRODUCTION OF SURGICAL INSTRUMENTS AT SIALKOT IN 
PUNJAB 

1 . AT INSTANCE OF DEFENSE LOGISTICS OFFICE (DEFENSE PER- 
SONNEL SUPPORT CENTER, PHILADELPHIA) AND ALAN SCOTT IN- 
DUSTRIES, PHILADELPHIA, IMPORTER OF SURGICAL INSTRUMENTS, 
REQUEST ANY INFORMATION POST CAN READILY PROVIDE BY TELE- 
GRAM ON ECONOMIC IMPACT OF POLITICAL EVENTS OF PAST THREE 
MONTHS ON INDUSTRIAL PRODUCTION, TRANSPORTATION, AVAIL- 
ABILITY OF LABOR AND RAW MATERIALS FOR FORGINGS OF MEDICAL 
INSTRUMENTS AT SIALKOT. IN ABSENCE OF ANY SPECIFIC INFOR- 
MATION AFFECTING THIS INDUSTRY, PLEASE FURNISH MORE GENERAL 
INFORMATION ON SIALKOT CITY OR AREA. 

2. DECONTROL UPON RECEIPT. VANCE 
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